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STATINTL 
PRO age A 29 September 1977 


MEMORANDUM FOR: Director of Data Processing 


“FROM : DCI Administrative Officer 
SUBJECT : Request for Relocation of Terminal 
Device 


1. It is requested that a Delta Data 5000 terminal 
be relocated from its present location in room 1F12, Has. 
to room 6EO9, Has. The terminal is to be located as shown 
on the attached blueprint. (A request for a second STATINTL 
terminal will be submitted in the near future.) 


2. When the above request. is approved, please release 
the attached memorandum to the Director of Security 
requesting his approval for the relocation of this terminal. 


DCI Administrative Officer 
Attachment: 


Blueprint 
Memo for D/Sec 


APPROVED: 
Director of Data Processing 
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